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LIMITED OFFICIAL USE STATE 123844 

E.O. 11652: NA 

TAGS: ASEC 

SUBJECT: PROTECTIVE SECURITY FOR GOE INSTALLATIONS IN 
NEW YORK 

REF: A) STATE 100501, (B) CAIRO 12823 

1 . PROTECTIVE SECURITY REINSTITUTED AT EGYPTIAN CONSULATE 
GENERAL IN NEW YORK ON APRIL 17. PRESENT AUTHORITY RUNS 
FOR SIXTY DAYS. DEPARTMENT PREPARED TO REQUEST EXTENSION 
IF WARRANTED (SUCH EXTENSION IS NOT AUTOMATIC, BUT RATHER 
WILL REQUIRE APPROVAL AT ASSISTANT SECRETARY OF TREASURY 
LEVEL.) 

2. FORTUNATELY, THERE HAVE BEEN NO RECURRENCES OF EARLIER 
VIOLENCE DIRECTED AGAINST EGYPTIAN OFFICIALS EITHER IN 
LIMITED OFFICIAL USE 
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NEW YORK OR WASHINGTON AREAS. VANCE 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: DZWEIFEL/BD 
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Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780206-0738 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 56 
Litigation Code IDs: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ORIGIN NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
Page Count: 2 
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Previous Classification: LIMITED OFFICIAL USE 
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Retention: 0 
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Review Content Flags: 
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Review Release Date: n/a 
Review Release Event: n/a 
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Subject: PROTECTIVE SECURITY FOR GOE INSTALLATIONS IN NEW YORK 
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